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THE NARROW LEAVES (Fig. 187, 5), which appear to be the more
numerous, are of an ovate-lanceolate or rounded rhomboidal-lanceolate
type. Three examples had the following measurements:

Length.                           Breadth.

I                    34      mm                     15      mm

II                    35        "                       16       "

III                    35        "                       16

Average                    34.6    "                       15.3   "

FIG. 187.    Myrtle-leaved Sumac (Coriaria myrtifolia).    Leaves, Natural Size.
(T. F. HANAUSEK.)
A broad leaves; B narrow leaves, h midrib; n prominent side veins; z branch of vein
grown to be independent.
The ratio of length to breadth is about 7:3. These dimensions apply
to the majority of the leaves, especially those on the middle of a branch;
the lower leaves are mostly much smaller and more rounded.
The leaves are sometimes slightly anisophyllous, always entire, smooth,
glabrous, sessile or short-petioled, on the upper side dark green, on the
lower side light green. The specific character of the leaf is the nature
of the nervation. This may be described as radiating and curvilinear.
The leaf appears to be three-ribbed, which I explain as follows: A straight